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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 259804 
ORIGIN SY-05 

INFO OCT-01 ISO-OO /006 R 
66011 

DRAFTED BY:A/SY/OPS/T:CPELCZYNSKI:JW 
APPROVED BY :A/SY/OPS/T:WGILLIAM 

010035 300832Z/11 

R 292347Z OCT 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PANAMA 

CONFIDENTIAL STATE 259804 

RTC FOR ACTION 

FOLLOWING REPEAT PORT OF SPAIN 3145 SENT ACTION SECSTATE INFO 
CARACAS OCT 20. 

QUOTE CONFIDENTIAL PORT OF SPAIN 3145 

FOR SY-T 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : AUDIO COUNTER MEASURE 

LOCAL WORKMEN INSTALLED CONDUIT IN CRU. THE WORK DONE, 

COVERED OLD WIRING USED FOR A DOOR BUZZER, WARNING ALARM 
USED BY RECEPTIONIST FOR EMERGENCY SITUATIONS, ELECTRICAL 
OUTLET AND A FLUORESCENT LIGHT IN A SMALL STORE ROOM. POST 
REQUESTS AN AUDIO COUNTER MEASURE SWEEP BE PERFORMED ASAP. 

THE LAST TIME A SWEEP HAD BEEN DONE WAS APPROXIMATELY ONE 
YEAR AGO. 

FOX UNQUOTE VANCE 
CONFIDENTIAL 
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